PARK HILLS MOTEL 
20 RCA Refrigerated Units. 
Thermostatically controlled electric heat 
TV’s-Carpeted Floors-Instant Hot Water 
Tile Baths - Tubs & Showers 
Bill & Ruth Patty, Owners 
Phone 1486J1. 2 Mi. West Vinita 

Hwys. 60-66 & 69. 
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